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PAGE 01 ACCRA 03284 031115Z 
22 

ACTION OC-05 

INFO OCT-01 AF-08 ISO-OO CCO-OO SS-15 SP-02 L-03 INR-07 

SSO-OO INRE-00 /041 W 

026627 

O 031100Z MAY 76 

FM AMEMBASSY ACCRA 

TO SECSTATE WASHDC IMMEDIATE 2382 

CONFIDENTIAL ACCRA 3284 

E.O. 11652: GDS 
TAGS: ACOM PFOR GH 
SUBJ: WATTS BASE STATION 

1 . IN AFTERMATH OF CANCELLATION OF SECRETARY’S VISIT, I BELIEVE 

IT INAPPROPRIATE FOR US TO CONTINUE TO PRESS GOG FOR APPROVAL OF 
SITING OF WATTS BASE STATION IN GHANA. 

2. IT IS POSSIBLE THAT GOG MIGHT APPROVE PROJECT SOON AS A SOP TO 
THE U.S. OR, CONVERSELY, THAT IT MAY DISAPPROVE IN REACTION TO MY 
DEPARTURE FROM ACCRA. I WOULD PREFER NOT TO GIVE GOG OPPORTUNITY 
ON LATTER AND EVEN IF PROJECT SHOULD BE APPROVED I QUESTION PLACING 
STATION IN COUNTRY WHICH SEEMS TO BE GOVERNMENT BY WHIM AS MUCH AS 
ANYTHING ELSE. 

3. 1 REQUEST IMMEDIATE INSTRUCTIONS. IMPACT OF OUR WITHDRAWAL OF 
REQUEST WILL BE FELT MOST STRONGLY IF IT IS DONE PROMTPLY. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TELECOMMUNICATION, FOREIGN RELATIONS, MINISTERIAL VISITS, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 MAY 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: coburnhl 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ACCRA03284 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7601 69-031 4 
From: ACCRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976051 00/aaaadhet.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: coburnhl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 JUN 2004 by ellisoob>; APPROVED <13 OCT 2004 by coburnhb 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WATTS BASE STATION 

TAGS: ACOM, PFOR, GH, US, (KISSINGER, HENRY A) 

To: STATE 
Type: TE 
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